MONUMENT RECORD 

STATE OF INDIANA - COUNTY OF MONROE 


Corner I.D. # 

E-ll 


Section Eighteen (18) Township 9 North _, Range 1 East 


Monument Description & Remarks: Found 5/8" Rebar w/yellow plastic cap at 
East 1/4 corner of section. Rebar was flush w/ground and firmly in place . 


Plastic cap reads "Ind Gas Bauer » R.L.S. #S0457". 
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State of Indiana 
County of Monroe 


Michael 


Friley, 


County Surveyor hereby certify 


that this document was prepared under my direction in 
accordance with the provisions of Section 17-3-64-4 
through 17-3-64-8 of the Indiana Code, being Acts of 1965, 
Chapter 319; and the above data is given under my hand and 
seal this _ 2^th _day of January _, 19 96 A.D. 
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